Dart Aerospace Ltd. 


\ n Tuesday, 12/20/2005 8:09:45 AM 
Linda Lacelle 


Process Sheet 


Customer : CU-DAROO1 Dart Helicopters Services Drawing Name : BEARPAW KIT (19"X16") 
Job Number : 25289 

Estimate Number — : 10320 

P.O. Number Dia Part Number : K10007 

This Issue : 12/20/2005 (1$0.No. :NIS -— Drawing Number . D2435 REV E1 

Prsht Rev. Project Number — : N/A 


: NC 
First Issue : W] Type — : MACHINED PARTS Drawing Revision — : E1 
Previous Run : NIP Material WIRY 


Written By Lee Commer Ws. Due Date : 6/1/2006 


Checked & Approved By : See. Commen) boda) 
Comment : EstRev:C 04.02.17 Blank size changed KJ/JLM 


Additional Product 


Machine Or Operation: Description : 


DC DOCUMENT CONTROL 


Comment: DOCUMENT CONTROL 
Photocopy bluefile: K10007 
D206-559 
D500-572 
D120-638 
D058-678 
and create labels per PPP K10005 CHG003 
vo (Bag Bluefiles separately) Ad. 06-01 702 
MUHMWB10 UHMW 1" Black 
( 


Comment: Qty: — 4.5491 sf(s)/Unit Total: 45.4913 sf(s) 
blank: 19.500" x 16.00" x 1.00" thick (*0.030/-0.000) per DSK086-3 l 
. Material: Black UHMW 1" CT ^ ice 
(MUHMWB10) 
Batch: 
HAASI 


HAAS CNC VERTICAL MACHINING #1 


Comment: HAAS CNC VERTICAL MACHINING #1 
Note: (2) Bearpaw for (1) Kit 


1-Inspect material for defects or damage prior to machining 


2-Machine as per Folio and Dwg D2435 Identify as D2435 


3-Deburr 


. Page 1 $ Form: rprocess 


Dart Ltd 


WORK ORDER CHANGES 


Approval A 
f pproval 
Meier aed giis di a LEAL: Proa mz | OC Inspector 


i — db "TID AI 
oe? 


Part No: PAR #: Fault Category: NCR: Yes Ko) DQA: L Date: A/O [,2 
QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B SUME 
Description of NC Verification | Approval | Approval 
DATE | STEP Section A Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries - 


H:MFORMS' Quality Assurance\approved QA\NCRWO RevD 


t Tuesday, 12/20/2005 8:09:45 AM 
eee Process Sheet 
Customer: CU-DARO01 Dart Helicopters Services Drawing Name: BEARPAW KIT (19"X16") 


Job Number: 25289 Part Number: K10007 


—— — MAMMA 


Seq. #: Machine Or Operation: Description : 
INSPECT PARTS AS THEY COME OFF MACHINE 


Munt E 8 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE 
SECOND CHECK 


8 


Comment: SECOND CHECK | 
PACKAGING 1 PACKAGING RESOURCE #1 


MN - NTTT 


Comment: PACKAGING RESOURCE #1 
Pick Packing Kit 
D2182B050 Rubber Cushion 


Comment Qty.: — 4.0000 Each(s)/Uni Qty: 4.0000 Each(s)Unit Total: 40.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
4 D2182B050 Rubber Cushion /Ą 2.3/7 


D2274 Radius Block 


Comment: Qty: — 8.0000 Each(s)/Unit Total: 80.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 


8 D2274 Radius Block  /2? [223 HAE 


2 Do435(refony) Bearpaw oO 525) 


D2438 


Comment: Qty.: — 4.0000 Each(s)/Unit Total: 40.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
4 D2438 Clamp | 2234/6 


Page 2 Form: rprocess 
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Dart Aerospace Ltd 


WORK ORDER CHANGES 


E" poe m Approval A 
pproval 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


QA: N/C Closed: Date: 
NG o WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B R , 
Description of NC — Verification | Approval | Approval 
(owes Ld Section A Initial Action Description Sign8 | Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries - 


H:MFORMS Quality Assurance\approved QANCRWO RevD 


Tuesday, 12/20/2005 8:09:45 AM 
AREE Process Sheet 
Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: BEARPAW KIT (19"X16") 


Job Number: 25289 Part Number: K10007 | 


— — MAMMA 


Seq. #: Machine Or Operation: Description : 
D2529 


LOL mm 


Comment: Qty: — 8.0000 Each(s)/Unit Total: 80.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
8 D2529 Washer JA 2 


AN415A 


M m 


Comment: Qty.: — 8.0000 Each(s)/Unit Total: 80.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 


8 AN4-15A Bot AMJIS G&L 


AN417A 


Comment: Qty: — 8.0000 Each(s)/Unit Total: 80.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
8 AN4-17A Bolt 


AN960JD416 


Comment: Qty: — 16.0000 Each(s)/Unit Total: 160.0000 Each(s) 
Pick: Packing Kit 
Qty PartNumber Description Batch 


16 AN960JD416 Washer / Gbo SI 


MS21042L4 


Comment: Qty: — 8.0000 Each(s)/Unit Total: 80.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Batch 
8 MS21042L4 Nut (or -4) 


Page 3 Form: rprocess 
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Dart ee Ltd 
j WORK ORDER CHANGES 


DATE | STEP PROCEDURE CHANGE By | 


Part No: PAR #: Fault Category: NCR: Yes No DOA: Date: 


Approval 
Qty Chief Eng / Ap prova! 
Prod Mgr e soa 


QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B - 
Description of NC Verification 
owes STEP rae. A Initial Action Description Section C 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries - c 


H:MFORMS Quality Assurance\approved QA\NCRWO RevD 


Tuesday, 12/20/2005 8:09:45 AM 
pide acele Process Sheet 


Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: BEARPAW KIT (19"X16") 


Job Number: 25289 Part Number: K10007 


Seq. ff: Machine Or Operation: Description : 
QS200M44S 


p 


Comment: Qty: — 2.0000 Each(s)/Unit Total: 20.0000 Each(s) 
Pick: Packing Kit 
Qty Part Number Description Bye 
2 QS200M44S Clamp So Y 
1 Paperwork package 


4 


Comment: |NSPECT 100% KITS FOR COMPLETENESS 
PACKAGING 1 PACKAGING RESOURCE #1 


LUI » 


Comment PACKAGING RESOURCE #1 
Identify and pack for shipping as per PPPk10007 
Location: 


DOCUMENT CONTROL 


Comment: DOCUMENT CONTROL i 
Inspection Level 21 


Page 4 Form: rprocess 
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Dart Aerospace Ltd 
pe WORK ORDER CHANGES 


Approval 
| DATE | STEP | | PROCEDURECHANGE = | PRocepunecHance = Qty | ‘cherengy | APProval 
Prod Mgr nspector 


Part No: PAR #: Fault Category: NCR: Yes No DOA: Date: 


QA: NIC Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B ; : 
Description of NC - Verification | Approval | Approval 
owe se Section A Initial Action Description Sign& | Section C ChiefEng | QC Inspector 
Chief Eng Chief Eng Date i 


NOTE: Date & initial all entries - 


H:MFORMS Quality Assurance\approved QA\NCRWO RevD 


DART AEROSPACE LTD 


Description: Bearpaw 


Page 1 of 1 


Inspection Dwg: D2435 Rev: E1 | 


FIRST ARTICLE INSPECTION CHECKLIST 
[x] First Article [.] Prototype 


Inspection Sheet Actual Method of 
A | 0.063x45° | +0.030/-0.010 
| 550 | 000 | 3oy 


X 
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Measured by: Audited by: ea | Prototype Approval: N/A 
| Dates [_ Bate|;. Date: 


LA 


d he OF. C 
|Rev| Date | : 
03.09.22 | New Issue KJ/RF 


H:\FORMS\Quality Assurance\approved QA\FAIB Rev A 


DESIGN 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


a 
E 


CHECKED P 
ao (C) 

DATE 

98.05.19 


ROVED DRAWING NO. REV. E 
THLE SCALE 
BEARPAW 1:5 


ES 
Es 
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CHANNEL & C'BORE DEPTH CHANGED 
R1.5 BORE WAS R2.637 (TSR A469) 


CHANGE BORE AND C'BORE DEPTH 
CHANGE C'BORE, R1.58 WAS R1.50 


woyo pews dae Ct^O dHOG;O0—S97-0€ 
3«9,2 t5'o$ (dAL) 09708 


96.03.26 
97.05.07 
97.10.17 
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| 8208 sum £609| 1ezc20]33 


Copyright 1996 by DART AEROSPACE LTD 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


WO: |. | l 
Approval A 
d pproval 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B : ; 
Description of NC — Verification | Approval | Approval 
ate STEP Section A Initial Action Description Section C ChiefEng | AC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date 8 initial all entries - 


H:MFORMS Quality Assurance\approved QA\NCRWO RevD 


“YE LEE DART AEROSPACE LTD 
HAWKESBURY, ONTARIO, CANADA 

CHECKED ,- ARERO DRAWING NO. REV. E 

uas 02435 SHEET 2 Of 2 

DATE THLE SCALE 

BEARPAW 4:4 


98.05.19 


RO.125 OR 0.063 X 45° 
CHAMFER (TYP) 


RO.375 OR 

0.25 X 45° 
CHAMFER (TYP) 
SECTION A-A 


SECTION C-C 


Copyright 1996 by DART AEROSPACE LTD 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval A 
f pproval 
siia icd eration NS By | ome | ay Green | QC inspector 


Part No: PAR #: Fault Category: NCR: Yes No DOA: Date: 
QA: NIC Closed: Date: 
NER: . JJ WORK ORDER NON-CONFORMANCE (NCR) 


"or Corrective Action Section B : : 
Description of NC — erification | Approval | Approval 
DATE | STEP Section A ae Section C ChiefEng | QC inspector 
ief Eng 


NOTE: Date & initial all entries - 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevD 
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